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9106060163 Trip rept of 910425 visit to Commonwealth Edison - Nuclear Engineering
Dept.Chicago.IL re waste solidification sys for West Valley Demonstration project.
LAMPING.GA, NAIR.P.K. Center for Nuclear Waste Regulatory Analyses. 91/05/24.
Center for Nuclear Waste Regulatory Analyses. 5pp. 58009:245-58009:251.

9106060174 Notifies.per 901024 request.that remaining exception, "Personnel Qualifica-
tions," for Ofc of Civilian Radwaste Mgt acceptance of USGS QA program addressed.
SHELOR.D.E. Energy, Dept. of. HLWR. 91/06/03. LINEHAN.J.J. Division of High-
Level Waste Management (Post 870413). 2pp. 58009:191-58009:198.

9106070230 Forwards EPA draft final ground-water protection std dtd 910l03,in re-
sponse to Commissioner Curtiss questions re SECY-9Q-268.

TAYLOR,J.M. Ofc of the Executive Director for Operations. 91/05/31. CARR,
ROGERS, CURTISS Commissioners (Post 750119). 87pp. 58015:130-58015:216.

9106070243 Responds to 910402 Itr re NRC ongoing interest in obtaining samples of
simulated borosilicate glass waste of type to be produced at Defense Waste Process-
ing Facility & West Valley Demonstration Project.Separate agreement w/DOE unnec-
essary.

LINEHAN.JJ. Repository Licensing & Quality Assurance Project Directorate (Post
881120). HLWR. 91/05/30. SHELOR.D.E. Energy, Dept. of. 4pp. 58054:322-
58054:325.

9106070301 Advises that 910426 revised application & environ rept to receive & dis-
pose of byproduct matl acceptable.per Atomic Energy Act.Section 1le.(2).List of miss-
ing & addl info needed by 910630 for completion of technical review encl.
SURMEIER.JJ. Uranium Recovery Branch (Post 901230). 91/06/04. SEMNANI.K.B.
Envirocare of Utah, Inc. 17pp. 58015:003-58015:097.

9106100177 Forwards revised draft "Staff Technical Position on Investigations to Identi-
fy Fault Displacement & Seismic Hazards at Geologic Repository" for info.per MOU
between Advisory Committee on Nuclear Waste & EDO.

YOUNGBLOOD.BJ. Division of High-Level Waste Management (Post 870413). HLWR.
91/05/31. FRALEY.R.F. Advisory Committee on Nuclear Waste. 1p. 58091:069-
58091:153.

-9104290316 Revised draft "Staff Technical Postition on Investigations to Identify Fault
Displacement & Seismic Hazards at Geologic Repository."

BIACKFORD.M.E. Division of High-Level Waste Management (Post 870413). HLWR.
91/04/30. 84pp. 58091:070-58091:153.

9106100229 Transmits NRC Surveillance Observation Rept 91-S5 for DOE Yucca
Mountain Site Characterization Project Ofc QA Surveillance YMP-SR-91-013 of LLNL
programs conducted in Livermore.CA on 910408-10.

LINEHAN.J.J. Repository Licensing & Quality Assurance Project Directorate (Post
881120). HLWR. 91/05/29. SHELOR.D.E. Energy, Dept. of. 5pp. 58091:154-
58091:158.

9106100255 Responds to 910503 Itr urging Commission to allow continued, indefinite
storage of LLW at existing generator & storage sites.

CARR,K.M. Commissioners (Post 750119). 91/06/03. D'AMATO.A.M. Senate. 2pp.
58052:093-58052:098.

-9106100258 Discusses title transfer & possession provisions of Low-Level Radwaste
Policy Amends Act of 1985.Urges Commission to allow continued,indefinite storage of
LLW at existing sites.

D'AMATOAM. Senate. 91/05/03. CARR.K.M. Commissioners (Post 750119). 4pp.
58052:095-58052:098.

9106100295 Concurs w/proposed Class I change to Project Interface Document 12-S-
01 .submitted via DOE 910521 Itr.

SURMEIER.JJ. Uranium Recovery Branch (Post 901230). 91/06/05.
MATTHEWS.M.L Energy, Dept. of. 1p. 58092:053-58092:053.

9106100300 Advises that Div of Low Level Waste Mgt does not wish to continue fund-
ing Cooperative Agreement FIN L-1566, "Conferences on Radwaste:Distinguished
Lecturer Series," for second yr of agreement.

LOHAUS.P.H. Low-Level Waste Management Branch (Post 901230). FIN L-1566, 91 /
06/05. BEVERIDGE.G.G. Program Implementation Branch (Post 870729). 1p.
58091:332-58091:333.

9106100304 Forwards draft completion rept review comments on Spook.WY
UMTRAP.W/resolution of minor items.NRC concurs w/completion & wilt issue final
completion review rept.

SURMEIER.J.J. Uranium Recovery Branch (Post 901230). 91/06/04.
MATTHEWS.M.L. Energy, Dept. of. 2pp. 58017:304-58017:305.

9106100400 Forwards rept on DOE QA Grading Workshop in Las Vegas.NV on 910402-
03 & 16-19.Attendees listed.

SHELOR.D.E. Energy, Dept. of. HLWR. 91/06/04. YOUNGBLOOD.BJ. Division of
High-Level Waste Management (Post 870413). 47pp. 58150:002-58150:048.

9106110151 Informs that training course planned to be given by CNWRA. Course will be
presented to staff on 910618-19.Managers reminded that adequate coverage in
section,approx half, should be maintained.

YOUNGBLOOD.BJ. Division of High-Level Waste Management (Post 870413). HLWR.
91/06/04. Division of High-Level Waste Management (Post 870413). 1p. 58091:167-
58091:167.

9106110179 Invites new NRC groundwater hydrologists to visit for hands-on overview of
UMTRA projectVisit would present opportunity to discuss missions & exhibit DOEs
groundwater-nydrologic capabilities at project.

MATTHEWS.M.L Energy. Dept. of. 91/06/05. SURMEIER.JJ. Division of Low-Level
Waste Management & Decommissioning (Post 870413). 2pp. 58095:310-58095:311.

9106110197 Rev 3 to Quality Mgt Procedure QMP-02-02, "Qualification of QA Audit Per-
sonnel."

KUNICH.M.E., RINAUDU, GERTZ.C. Science Applications International Corp. (former-
ly Science Applications, Inc.). 91/06/10. 28pp. 58146:189-58146:216.

9106110257 Notification of 910620 meeting w/licensees in Rockville.MD to discuss
study objectives & tasks to be pursued during proposed experimental phases for 3-yr
project.

STABLEIN.K. Repository Licensing & Quality Assurance Project Directorate (Post
881120). HLWR. 91/06/06. LINEHAN.JJ. Repository Licensing & Quality Assurance
Project Directorate (Post 881120). 1 p. 58150:049-58150:049.

9106110263 Forwards "Selected NRC Products High Level Waste Program," dtd Apr
1991.

GARCIA.A. Repository Licensing & Quality Assurance Project Directorate (Post
881120). 91/04/16. Affiliation Not Assigned. 1p. 58098:227-58098:263.

-9106110264 "Selected NRC Products High Level Waste Program."

*  NRC - No Detailed Affiliation Given. 91/04/30. 36pp. 58098:228-58098:263.

9106110309 Replacement Page 8 to Rev 3 to QMP-06-04, "Project Ofc Document
Development.Reyiew.Approval & Rev Processes."

w Science Applications International Corp. (formerly Science Applications, Inc.).
HLWR. 91/06/03. 3pp. 58150:050-58150:052.

9106110363 Forwards "Yucca Mountain QA Div Surveillance Rept of Technical & Mgt
Support Svcs Surveillance YMP-SR-91-017," conducted on 910506-08.
HORTON.D.G. Energy. Dept. of. HLWR. 91/06/04. NELSONJ.H. Science Applica-
tions International Corp. (formerly Science Applications, Inc.). HOOKS.K.R. NRC - No
Detailed Affiliation Given. 2pp. 58146:217-58146:228.

-9106110374 YM-SR-91-017 "Yucca Mountain QA Div Surveillance Rept of Technical &
Mgt Support Svcs Surveillance YMP-SR-91-017," conducted on 910506-08.
HARRIS.DJ., NOLAND.T.W.. MCFALL.K.T. Energy. Dept. of. HLWR. 91/05/31. 10pp.
58146:219-58146:228.

9106110395 Forwards "Yucca Mountain QA Div QA Surveillance Rept of SANL Surveil-
lance YMP-SR-91-015," conducted on 910422-24.

HORTON.D.G. Energy, Dept. of. HLWR. 91/06/04. BLEJWAS.T.E. Sandia National
Laboratories. HOOKS.K.R. NRC - No Detailed Affiliation Given. 2pp. 58146:229-
58146:239.

-9106110402 YM-SR-91-015 "Yucca Mountain QA Div QA Surveillance Rept of SANL
Surveillance YMP-SR-91-015," conducted on 910422-24.

HARRIS.D.J., NOLAND.T.W., MCFALL.K.T. Energy, Dept. of. HLWR. 91/05/31. 9pp.
58146:231-58146:239.

9106110447 Forwards Yucca Mountain Project weekly highlights rept for wks of 910517
&24.

PRESTHOLT.P.T., GILRAY.J.W. NRC - No Detailed Affiliation Given. HLWR. 91/067
03. HOLONICH J. Repository Licensing & Quality Assurance Project Directorate (Post
881120). 17pp. 58096:240-58096:256.

9106120019 Reviews issues to be discussed at 910717 E-5 committee meeting in
Rqckville.MD.NRC particularly interested in work re Activity 1 to develop repts summa-
rizing existing environ monitoring data from commercial waste disposal sites.
LOHAUS.P.H.  Low-Level  Waste  Management Branch  (Post  901230).  91/06/07.
WEAVER.K. Colorado, State of. 3pp. 58110:132-58110:134.

9106120035 Responds to 910426 proposal that certain land transfer procedures be im-
plemented for UMTRAP to permit early initiation of land transfer actions to streamline
licensing process.Early title transfer work can be conducted.

SURMEIERJ.J. Uranium Recovery Branch (Post 901230). 91/06/07. NOHAVA.CJ.
Energy, Dept. of. 1p. 58110:128-58110:128.

9106120037 Responds to 910430 Itr providing rev of existing closeout insps section of
Albuquerque operations manual.ltems summarized in NRC proposed addendum ac-
ceptably incorporated into operations manual procedures.

SURMEIER.JJ. Uranium Recovery Branch (Post 901230). 91/06/07. MATTHEWS.M.
Energy, Dept. of. 1p. 58110:127-58110:127.

9106120327 Responds to NRC 901127 request for info on near-term activities DOE
considers important so that NRC may better organize review of study plans.Listing of
site characterization plan studies & activities encl.

SHELOR.D.E. Energy, Dept. of. HLWR. 91/06/05. LINEHAN.JJ. Division of High-
Level Waste Management (Post 870413). 25pp. 58150:055-58150:079.

9106120366 Rev 1 to QMP-07-04, "Supplier Evaluation/Qualified Supplier List."

*   Science  Applications  International  Corp.  (formerly  Science Applications,   Inc.).
HLWR. 91/05/28. 7pp. 58150:080-58150:086.

9106120382 Forwards computer disk providing Yucca Mountain Project monthly repts
for Mar & Apr 1991.

GILRAYJ.W., PRESTHOLT.P.T. NRC - No Detailed Affiliation Given. HLWR. 917067
07. NRC - No Detailed Affiliation Given. 1p. 58150:053-58150:054.

9106130318 Forwards notice of upcoming meetings re HLW mgt programmer 840824
NRC FRN.

LINEHAN.JJ. Repository Licensing & Quality Assurance Project Directorate (Post
881120). HLWR. 91/06/10. Repository Licensing & Quality Assurance Project Direc-
torate (Post 881120). 2pp. 58162:065-58162:066.

9106180213 Forwards updated version of rept.outlining QA concerns expressed by S
Singer.Rept UCID-21867, "Rept of Committee to Review Use of J-13 Well Water in
Nevada Nuclear Waste Storage Investigations" by LLL also encl.
SHELOR.D. Energy, Dept. of. 91/06/07. LINEHANJ. Repository Licensing & Quality
Assurance Project Directorate (Post 881120). 100pp. 58174:109-58174:328.

-9106180221 UCID-21867 "Rept of Committee to Review Use of J-13 Well Water in
NNWSI."

HARRAR.J.E., CARLEYJ.F., ISHERWOOD.W.F. Lawrence Uvermore National Labora-
tory. 88/09/30. 100pp, 58174:220-58174:328.

9106180265 Requests assistance in obtaining 13 copies of WordPerfect software for ofc
computers now equipped w/PCLINK software in order to use interactive input support
subsystem.

YOUNGBLOOD.BJ, Division of High-Level Waste Management (Post 870413). HLWR.
91/06/07. BROWN.WJ3. Program Management, Policy Development & Analysis Staff
(Post 870413). 2pp. 58178:064-58178:065.

9106180312 Advises that Yucca Mountain Site Characterization Project ofc intends to
perform exploratory studies facility Title I design reviews during Fall 1991.Review will
evaluate status of north access location selection process.

SHELOR.D.E. Energy, Dept of. HLWR. 91/06/07. LINEHAN.JJ. Repository Licensing
& Quality Assurance Project Directorate (Post 881120). 2pp. 58178:066-58178:067.,"  for June  1991.  Proprietary  rept withheld  (ref
